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t AwAt/62/2009-AAA. —-HgNdH W7T 3l1^EET, 1963 (1963 44 38) At SJT7T 48, 49 #7 50 A SlAA 4TOT AAlft 44 4414 4T7ct 
4FTTO 4ip> 5nte7ci TJct^TTT 7TcF4 3H^II^1K, 4T7lft4 TO W7T A Aftj4T WI At AjcTT 44 ft77TT7 4>74T f1 

46 IHK 11 5 TC{c 4 > Hl|s|<D< u l 
t (51^*1 >51/62/2009-ftftA 

4T7TA4TOTO7T - 4ftTO 

4 >l 74 


(i) . A Aw 4 M 7 J 44 ft 44 , TORT (f^T) 

(ii) . A 74 RT 7 T 47 , 7 T 474 (SfsfelTCof) 

(yjcift, 2017 A 21 A fAr rtRct) 

4 ? tot 4TttA4 tot wtt (AAA) A Aftp wttA (wAw) At Art A Atto A ttAAt 11 

2 . 1 . w intew A tot sn4r A. AtoA/ 62/2009-AAA fArft 25 4 ft 2011 w AAA 44 wAw srptfAr ft>4T §jt ftrA 23 4 2011 At 
tort A. 111 witotAtort A 3#gfer fA^T 44T4TI W 3lft4 A 47414 At %14T 31 4 lA 2013 ftftfft At A I 

2 . 2 . toA 4T4, jrjto A Apjjt A 44 A sfA tot 3Tt4t A vjcgRa toA A 3TT4te tottrA 47 nrtew jM wAfw At Artt RkdiRa At 4^ 
AI sffrFT 3T47T7 47, 4lft4T74 A TOt 3TtA?T A. A WT A/ 62/2009 ft4T4T 4 TOlA 2017 5T7T AAA A wA3TT7 At Aim At 31 4lA 2017 TO RlWlRd 
fA4T 4T ftrA 18 TOlA 2017 At 74444 A. 20 4T7T 4174 A 7R44 A AATjfAcT fA4T 44T 4T I 44t47 3147T7 47 Aj4T ft7417 f4j 4 TtA A 7144, AAA At 
7TO A M A fA 7TT4F4 714144 47414 474477 4lfAcT fA4T 4TR | 

2 . 3 . AAA A tot w fAro 6 ftw 2016 m tpjto Aft 2015 44 437174 47 ft fj 3T4A wttA A ttftr AtAh ft ftp? tot 47414 wftwr 

fft4T 4TI W 47414 47 ft4T7-tM tftWT 441 4T #7 TlAft 414ft 47 27 4T74A 2017 Af pl?47 A AAA AA717 A TTpl ^44ft 3T14lftT4 At 4^ ft I 
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ftfM Tffa $ wfanft fa ftftft srt % fa faN ft * fa, ftftft srq^r Roi fafa 3 fa 2017 sri mm ftftfa wi mit fan li 
ftftft ini fafa faj fa mm R?r fafa fan ft mR fa, ftftft ft ftftfa Tpff/wftfaRi fan faff I1 

3. fTft ftfa ftftft ft 3faft £)el fafa 30 ujjT 2017 gRT viledRsia faff t ft) ft'Rift ft fafafaFT ft fa faft fa faft ft fafe falfflftfffT 
ft Wf, fatfa Tjfaff MIT cfaft ft fa5 fa Jlfaf elftll I fa ftftft ft ftfafa faffR eft faff eft 30 fafffa 2017 faff (falRd cfaft fa fafa cfa M 

srfar fan stti 

4. ftftft ft TRT3TT3TR ftt fan 31 fa, 2017 ftf faft ft faM ft faft 11 ftftft IfaT ftfa ftt fa cfa TjfaT/fafafRR fa fafaft faft ft 
fa fafaf faTff fa fafa cfa fa fa ftftft ft fafaffR ft efa*i ft ffa ft fa, 4? faTfaTT faRjn (ftill faff I (ft fafaT fajfafa eft faff ftf 
31 fa 2017 MT ftfafa 4R fan RR, faftft ftftft sfaT 3Pjfa fan fan f I 

5. fafa ft faftfafa, W fflfalRR 41'DJI % TT^fafaC faMT fa 31 RT# 2017 ft fa fafa faT 30 fafffa, 2017 7M 

3RRT ftftfa faT3Tl3fa ft fafaH ftt Mft faftfa fa, ftt ft fa ft, falfa faRff tl 

ft. fa faffaftfar, RfaT (fa) 

[ Md l' H -III/4/W./184/17] 


TARIFF AUTHORITY FOR MAJOR PORTS 
NOTIFICATION 

Mubai, the 25 th July, 2017 

No. TAMP/62/2009-PPT .—In exercise of the powers conferred under Sections 48, 49 and 50 of the Major Port 
Trusts Act, 1963 (38 of 1963), the Tariff Authority for Major Ports hereby extends the validity of the existing Scale of 
Rates of the Paradip Port Trust as in the Order appended hereto. 


TARIFF AUTHORITY FOR MAJOR PORTS 

Case No.TAMP/62/2009-PPT 

The Paradip Port Trust — Applicant 

QUORUM 

(i) . Shri. T.S. Balasubramanian, Member (Finance) 

(ii) . Shri. Raj at Sachar, Member (Economic) 

ORDER 

(Passed on this 21 st day of July, 2017) 

This case relates to the extension of the validity of the existing Scale of Rates (SOR) of the Paradip Port Trust 

(PPT). 

2.1. The Authority had approved the SOR of the PPT vide its Order No. TAMP/62/2009-PPT dated 
25 March, 2011 which was notified in the Gazette of India on 23 May, 2011 vide Gazette no. 111. The Order prescribed 
the validity of the SOR till 31 March, 2013. 

2.2. Thereafter, the validity of the SOR was extended by the Authority at periodic intervals to avoid a vacuum in 
tariff and for the reasons cited in the said Order. On the last occasion, the Authority had extended the validity of SOR of 
PPT upto 31 March, 2017 vide its Order No. TAMP/62/2009 dated 4 January, 2017 which was notified in the Gazette of 
India on 18 January, 2017 vide Gazette No. 20. While extending the validity at each occasion, the PPT was advised by 
the Authority to file the general revision proposal immediately. 

2.3. The PPT has filed its proposal for general revision of its Scale of Rates, following Tariff Policy 2015 vide its 
letter dated 6 December, 2016. The proposal has been taken up on consultation and a joint hearing on the case in 
reference was held on 27 February, 2017 at the PPT premises in Bhubaneshwar. Based on the request made by the users 
as well as PPT at the joint hearing, PPT vide its letter dated 3 May, 2017 has submitted its revised SOR. Based on a 
preliminary scrutiny of the proposal filed by PPT additional information/clarification has been sought from PPT. 
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3. In the meanwhile, the PPT vide its email dated 30 June 2017 has stated that due to Annual Audit of Accounts 
and preparedness for implementation of GST, it will take some more time for it to submit the requisite information. As 
such, PPT has requested to consider extension of the validity of existing SOR i.e. up to 30 September, 2017. 


4. The validity of the SOR of PPT has already expired on 31 March, 2017. Considering the time required for 
processing the information/clarification to be furnished by the PPT and in order to avoid a vacuum in the SOR of PPT, it 
is felt appropriate to extend the validity of the existing SOR beyond 31 March, 2017, as requested by the PPT. 


5. In view of the above, this Authority extends the validity of the existing SOR of PPT beyond 31 March, 2017 and 

up to 30 September, 2017 or till the effective date of implementation of the revised SOR, whichever is earlier. 

T.S. BALASUBRAMANIAN, Member (Finance) 
[ AD VT. -III/4/Exty./184/17] 
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